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1. Weekly review of Blaster list of cleared persons 


2* Control Center Compartmentation 

Repair of entrance gate J 

3, Review of CORONA with Staff Mr. Bis sell 

Work problems into staff sections aa they occur 

It. Supply ite ms for CORONA i 

| to get list of critical items from 
suppliers and meet with Capt. Trues 

5* Concept of operations and control of CORONA 
operations 

6* Organisation and training for CORONA operations 

Meeting required soon with Col, Sheppard 

Ops to prepare for this as action agency in 
coordination with other staff 
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This document contains information 
referring to Project CORONA 
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